
COST OF MAINTAINING LE CLAIRE STATION of 
SCOT']? COUNTY LIBRARY 


Rent <£• $16.00 a no. 

Light $1.25 p no. 

Heat in 1953 (oil for ctovc) 

V'ages to attendant in 1953 & 7tT <f 

A collection of 2000 hooks is maintained all the 
tine, cost of i/'-iich figured at our disecant 
price of an average of $2.50 per hook equals 

TOTAL COST OF MAIIT’AHOT LE CLAIRE STATION in 1953 


$ 192.00 


17.50 

13.40 


272.95 



<if 


COO. 00 

5,495.35 


TOTAL CIRCULATI 0? BOOKS IN 1953 la IE CLAIRE wa® 9,046 


Total circulation during the first £ months of 1954 was 5, c 39 

Le Clair’s population is 1124. so circulation in 1953 was an average of 3 hooks per person. 
So far (1st 6 no.) in 1954 it’s 8.96 






